SCAQMD Notification Report 


Notification 762155 Run Date: 9/14/2023 15:06:33 
Receive By: WEB on 9/8/2023 17:56:50 Assignment No: 2085394 Inspection Date: 

Assign By: 1403WebApp on 9/8/2023 16:18:56 Inspector: LILLIAN SHANAHAN (LS02) 

Dispatch On: 9/8/2023 Disposition: 

Team: X AIRS ID: 

Activity: R1403 DEMOLITION Title V: 

Instruction: Notification 

Description: Routine Demolition - 2624 Sq.ft to be removed 

Instance Start Date: 09/22/2023 00:00 Instance End Date: 10/29/2023 00:00 


Status Submitted 


Notifier 

Facility: 170943 THE BEST DEMOLITION & RECYCLING CO INC 
First Name: Javier Last Name: Perez 

Facility TS: 

Address: 12000 BLUCHER AVE, GRANADA HILLS, CA 91344 

Phone: (818)366-3500 (Work) 


Site Location 


Facility: 12305 5TH HELENA DR 
Facility TS: 
Address: 12305 5TH HELENA DR, Unit LOS ANGELES, LOS ANGELES, CA 90049 (Sector VL) 


Inspector Comment 


INSPECTOR: DATE: 


signature 


SUPERVISOR: DATE: 


signature 
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